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E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, BU, UK 

SUBJECT: UK AUTOMATIC TEST SYSTEM TO BULGARIA - IL 1355 
REF: COCOM DOC (76)1008 

OBJECT. THIS IS AUTOMATIC TESTER SUITABLE FOR PRODUCTION 
TESTING OF BOTH LINEAR AND DIGITAL CIRCUITS EMBARGOED BY 
IL 1564. ABILITY OF THIS INSTRUMENT TO TEST LOGIC SUB- 
ASSEMBLIES AND ITS USE AS COMPUTER-CONTROLLED TEST EQUIP- 
MENT ALLOWS INTENSIVE TESTING NOT POSSIBLE BY MANUAL 
METHODS AND SIGNIFICANTLY ENHANCES RELIABILITY OF THE 
MANUFACTURED ASSEMBLIES FOR BOTH COMPUTERS AND OTHER 
ELECTRONICS APPLICATIONS. KISSINGER 
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